Hazardous Substances Emergency 
Events Surveillance (HSEES) Program 


Missouri Department of Health and Senior Services 
2004 HSEES Events — Quarterly Summary * 
January 1 through March 31 (First Quarter) 


ST. LOUIS CITY 


Fixed Facility Transportation 
County events this quarter: 2 2 
Statewide events this quarter: 42 28 


Types of Substances Released: 
Resin NOS 

Ferric Sulfate 

Methanol 

Polychlorinated Biphenyls 


Number of Victims: 0 


Types of Injuries Sustained: N/A 


Injury Outcomes: N/A | ie 


‘ 
i 


Number of Events with Evacuations: 0 


Number of People Evacuated: N/A 


Interesting Events: 
The driver mistakenly opened a drain valve releasing 1,239 gallons of resin. 
A pipe separated due to corrosion causing the leak of 100 pounds of ferric sulfate. 


A transformer failed causing the release of 50 gallons of PCBs. 


* Preliminary data — subject to change Visit our web site at www.dhss.state.mo.us/hsees 


